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ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


EXPENDITURE SUMMARY 


1979 CURRENT BUDGET SECTION: __ SUMMARY 


Personnel 383,500 374,562 409,700 409,700 
Administration 122,200 IyA226 120,600 156,200 
Building Maintenance 9,140 8,783 8,600 8,600 
Motor Vehicle Operations 3,460 Beoos 2,700 4,700 
Collections Development 145,800 154,728 162,000 177,000 
Cataloguing Automation 13,100 6,130 27,800 27,800 
Automation Projects Reserve 3,200 

Book Purchase Reserve 3,200 

Personnel Contingency 24,400 26 ,000 


677,200 671,662 755,800 810,000 


REVENUE SUMMARY 


Provincial Library Grant 155,300 1595221 159,700 159,700 
Fines 10,000 10,963 10,500 10,500 
General Support Grant 37,000 75; oy | 27,700 27,700 
Book Sales 1,800 1,290 1,325 1,325 
Rental Income 1,600 1,302 1,200 1,200 
SCRLS Grant 1,200 1,200 200 200 
Wintario Grant 17,600 17,838 19,600 34,300 
Vehicle Purchase Reserve 3,200 
Book Purchase Reserve 3,200 

1977 Surplus 16,630 16,630 

1978 Surplus (75) 75 75 
Sundry 1,702 

Photocopy Fees 11,200 3,000 14,200 


241,130 235,592 234,700 17,700 252,400 


AMOUNT TO BE MET FROM LIBRARY LEVY 436,070 436,070 521,100 36 ,500 557,600 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH DEPARTMENT: WENTWORTH LIBRARY BOARD 


1979 CURRENT BUDGET SECTION: 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION - BUDGET ACTUAL EXISTING CHANGE 


PERSONNEL 


Salaries - Permanent 
Salaries - Other 
Benefits 


ADMINISTRATION 


Communications 
Advertising & Publicity 
Consultants Fees 
Contractual Services 
Office Supplies 
Photocopiers 

Library Board Expenses 
Audit Fees 

Proaramming Charges 
Solicitor's Fees 
Furnishings & Equipment 
Rental - Offices 
Travelling 

Memberships 

Training Courses 
Express and Cartage 
Miscellaneous 


192,500 
162,600 
28,400 


383 ,500 


7,800 
1,200 
1,000 

800 
6,000 


1,100 
2,100 
2,200 
100 
17,200 
72,800 
1,900 
1,000 
800 
2,400 
3,800 


122,200 


374,562 


6,073 
885 
1,000 
606 
7,623 
2,276 
950 
2,000 
2,840 


14,648 
71,808 
1,879 
375 
962 
L5o17 
1,684 


iy 2c6 


230,300 
147 ,800 
31,600 


409,700 


7,900 
100 
1,000 
800 
5,700 
11,800 
1,100 
2,000 


100 
4,100 
78,500 
1,200 
1,000 
1,000 
2,500 
1,800 


120,600 


230,300 
147,800 
31,600 


409,700 


7,900 
100 
1,000 
800 
5,700 
15,200 
1,100 
2,000 


500 
34,100 
79 ,800 

1,200 
15200 
1,300 
2,500 
1,800 


156 ,200 
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1979 CURRENT BUDGET SECTION: RI PO Ae es See See 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


BUILDING MAINTENANCE 


Maintenance & Repairs 
Insurance 


MOTOR VEHICLE OPERATIONS 


Operation 
Insurance 
Purchase Reserve 


COLLECTIONS DEVELOPMENT 


Films 8,500 8,406 8,500 

Book Binding 1,300 910 1,300 1300 
Books - Fiction 31,900 28,936 36,000 40,200 
Books - Non Fiction 42,700 60,894 48,100 53,800 
Books - Juvenile 38,400 BS ,4SS 43,400 48 ,500 
Books - Rental 4,700 4,269 

Talking Books 1,000 983 1,400 . 1,400 
Audio Visual 1,900 961 1,200 1,200 
Periodicals 4,900 523) 5,500 5,500 
Book, Film & Record Processing 4,900 be 102 5,900 5,900 
Recordings 5,600 5,599 10,700 10,700 


145,800 154,728 162,000 177,000 
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1979 CURRENT BUDGET SECTION: 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


CATALOGUING AUTOMATION 


Computer Service Fees 11,800 24,000 
Data Lines and Equipment 1,300 3,800 


13,100 27 ,800 


Personnel Contingency 24,400 


WATER WORKS 
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ACCOUNT 
NUMBER 


1979 CURRENT BUDGET 


DESCRIPTION 


SALE OF METERED WATER 


Ancaster 
Dundas 
Flamborough 
Glanbrook 
Hamilton 
Stoney Creek 


SALE OF NON-METERED WATER 


Hamilton 
Stoney Creek 


SALE OF WATER - COIN STATIONS 


FIRE PROTECTION: 
RENTAL OF HYDRANTS 


Ancaster 
Dundas 
Flamborough 
Glanbrook 
Hamilton 
Stoney Creek 


SECTION: 


DEPARTMENT: ENGINEERING 
WATER WORKS - REVENUE 


1978 1979 BUDGET 


BUDGET ACTUAL 


170,700 155,508 
342,300 oo ,7 4c 
82,250 76,162 
8,850 7,452 
7,656,800 7,055,941 
583,700 bOS,219 


8,844,600 8,172,024 


3,150,000 
143,000 


3,152,605 
141,558 


3,293,000 S55 ae) Be (OS) 


12,000 1G 2c9 


26,880 27,040 
42,000 41,840 
135120 12,000 

2,720 3,760 
524,000 SAS ARSE) 
86 ,000 88 ,000 


694,720 


701,835 


EXISTING 


170,000 
342,200 
82,200 
8,890 
7,649,900 
583,310 


8,836,500 


3,369 ,000 
172,000 


3,541,000 


11,000 


3055525 
46,940 
15,220 
4,020 
564,985 
95,760 


757,450 


CHANGE 


TOTAL 


170,000 
342,200 
82,200 
8,890 
7,649,900 
583,310 


8,836,500 


3,369 ,000 
172,000 


3,541,000 


11,000 


S00c5 
46,940 
152220 
4,020 
564,985 
95,760 


757,450 
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————— esse 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


1979 CURRENT BUDGET SECTION: WATER WORKS - REVENUES 


PROVINCIAL SUBSIDIES 


General Support Grant 630,000 660 ,000 690,000 690 ,000 


OTHER REVENUES 


Local Improvements 100,000 89,262 100 ,000 100 ,000 
Licences & Permits 30,000 Z3m4cD 25,000 25,000 
Rentals & Leases 20,000 19,586 22,000 22,000 
Miscellaneous 55,000 49,505 55,000 55,000 
Inspections Fees 40,770 
Proceeds From Vehicle Operations 46 ,063 
Recoveries For Water Services Smiss 


205,000 286,746 202 ,000 202,000 


Transfer From Reserves SO oillZ 


TOTAL PROJECTED WATER REVENUE 13,679,320 13,477,309 14,037,950 14,037,950 


ACCOUNT 
NUMBER 


8321 
8322 
8323 
8324-02 
8324-05 
8325 
8329 
8330 
8331 


1979 CURRENT BUDGET 


DESCRIPTION 


EXPENDITURES 


Administration 
General Expenses 
Water Storage 
Pumping Stations 
Wells 

Water Purification 
Distribution System 
Water Meters 
Contingency 


Debenture Debt - Principal and 
Interest 


Capital Projects - Financed from 
Current Funds 


Transfer to Vehicle Reserve 


TOTAL WATER WORKS 


Projected Deficit 


BUDGET 


636,420 
1,521,420 
15,900 
430,310 
80,200 
1,796,510 
1,841,600 
07,510 
58,650 


6,988,520 


5,118,800 


1,572,000 


6,690,800 


13,679,320 


DEPARTMENT : 


SECTION: 


1978 


_ ACTUAL 


628,780 
1,437,383 
16,082 
423,104 
81,801 
1,709,054 
1,943,559 
605,000 


6,900 ,098 


4,942,810 


1,588 , 338 


ENGINEERING 


EXISTING 


440,200 
1,576,700 
11,700 
450,700 
78,500 
1,834,700 
1,825,000 
639,700 
200,000 


7,057,200 


5,224,300 


1,734,000 


6,531,148 


46 ,063 


13,477,309 


6,958,300 


14,015,500 


WATER WORKS - SUMMARY 


1979 BUDGET 


CHANGE 


7,000 


7,500 


53,300 
50,100 
40 ,000 


157,900 


120,000 


(200,000) 


447,200 
1,576,700 
11,700 
458,200 
78,500 
1,888 ,000 
1,875,100 
679,700 
200 ,000 


fie2lo, 100 


5,344,300 


1,534,000 


(80,000) 


77,900 


6,878,300 


14,093,400 


55,450 


14,037,950 
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1979 CURRENT BUDGET SECTION: WATER WORKS - ADMINISTRATION 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


EXPENDITURES 


Salaries, Wages & Benefits 371,520). 348 ,846 340 ,600 347 ,600 
Communications 5,000 4,453 5,500 5,500 
Advertising 2,000 ee! 2,000 2,000 
HMRF Deficiency 170,000 170,000 

Office Supplies 9,000 7,396 9,000 9,000 
Safety Boots & Uniforms 2,000 Pouce 2,000 2,000 
R/M - Office Equipment 300 257 300 300 
Office Equipment 600 535 3,000 3,000 
Rental Car Pool 1,500 1,389 1,500 1,500 
Accommodation 67,300 86,715 68 ,600 68 ,600 
Travelling 2,000 eZ 2,000 2,000 
Staff Training & Expenses 2,200 1,197 2,200 2,200 
Payment - Agreements 3,000 3,549 3,500 3,500 


636,420 628,780 440,200 447,200 
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ee 


ACCOUNT 1978 1979 BUDGET 


EXPENDITURES 


1979 CURRENT BUDGET SECTION: WATER WORKS - GENERAL EXPENSES 


Insurance 99,700 99,700 121,700 121,700 
Property Tax 368,000 356,754 380,000 380 ,000 
Discounts Allowed 784,420 698 ,048 783,500 783,500 
Billing, Collection,Administration 

and Audit Fees 116,300 121,300 118,000 118,000 
Hamilton Store Charges 23,000 19,319 24,000 24,000 


1,391,420 Weg ae eel Wal 1,427,200 1,427,200 


Preliminary Engineering 14,000 11,998 14,000 14,000 
Water Purchase - Grimsby 8,000 8,773 10,000 10,000 
Horticultural Services 43,000 42,319 43,500 43,500 
Motor Vehicle Operations 35,000 38,054 40 ,000 40 ,000 
Water Purchase - Halton 25,000 36,209 36,000 36 ,000 
Checking Plans 5,000 4,909 6,000 6 ,000 


130,000 142,262 149,500 149,500 


TOTAL GENERAL EXPENSES 521,420 1,437,383 1,576,700 1,576,700 


ET 7 


~ 
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1979 CURRENT BUDGET SECTION: WATER WORKS - 


eM 1978 | 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


RESERVOIRS & ELEVATED TANKS 


Power 6,200 
R/M - Equipment 3,000 
R/M - Buildings and Grounds 2,000 
Cleaning Reservoirs 500 


11,700 


BOOSTER PUMPING STATIONS 


Salaries, Wages and Benefits 79,710 80,548 94,700 94,700 
Power 328 ,000 318 ,086 328 , 000 328 ,000 
Fuel 3,500 2,350 6,000 6,000 
Chemicals 1,000 
R/M - Equipment | 15,000 17,675 17,000 17,000 
R/M - Building & Grounds 4,100 4,445 5,000 5,000 
New Equipment 6,500 


430,310 423,104 450,700 458,200 


WELLS 


Salaries, Wages and Benefits 42,975 43,000 
Power 29,061 32 ,000 


R/M - Equipment 95755 3,000 
R/M - Buildings and Grounds 10 500 


81,801 78,500 
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1979 CURRENT BUDGET SECTION: WATER WORKS 


———— SSeS 


ACCOUNT 1978 1979 BUDGET 


WATER PURIFICATION PLANT 


Salaries, Wages and Benefits 626,810 648,071 623,000 666,300 
Power 558,000 469,406 520,000 520,000 
Fuel 84,000 46,422 62,500 62,500 
Laboratory Services 121,900 121,900 129,400 129,400 
Chemicals 290,000 276,023 316,000 316 ,000 
Protective Clothing 6,800 4,201 6,800 6,800 
R/M - Equipment 52,000 SUS 779 51,000 51,000 
R/M - Buildings and Grounds 57,000 52,308 126,000 126,000 
New Equipment 10,000 10,000 


1,796,510 1,670,110 1,834,700. 53,300 1,888 ,000 


Inventory - Containers 38,944 


TOTAL PURIFICATION PLANT 15,796,010 1,709,054 1,834,700 1,888 ,000 


DEBENTURE DEBT 
Debt Charges 5,118,800 4,942,810 5,224,300 120 ,000 5,344,300 


CAPITAL PROJECTS 


Water Services 16,228 
Watermains 750,000 750,110 750,000 (100,000) 650,000 
Water Works Associated with 

Subdivisions 300,000 306 ,000 300 ,000 (50,000) 250,000 
Suburban Watermain 200,000 200,000 200 ,000 (50,000) 150,000 
Specific Projects 322 ,000 322 ,000 484,000 484 ,000 


1,572,000 1,588 , 338 1,734,000 (200 ,000) 1,534,000 
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1979 CURRENT BUDGET SECTION: WATER WORKS 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


DISTRIBUTION SYSTEM 
MAINTENANCE 


Salaries, Wages and Benefits 168,660 149,766 142,100 149 ,600 
Utilities 1,200 1,264 1,300 1,300 
Pavement Cut Restoration 36,000 35,994 40,000 40,000 
Stand By and Trouble Call 42,600 
Protective Clothing, Uniforms, 

Coveralls & Safety Boots 12,500 9,293 13,000 13,000 
R/M Tools & Equipment 13,000 16,200 12,000 12,000 
R/M Buildings & Grounds 2,100 1,036 4,100 4,100 
Replacement Tools 12,000 11,972 11,000 11,000 
Operating Equipment 53,900 52,506 31,500 S00) 


299,360 278,031 255,000 305,100 


Investigate Complaints 22,500 235209 28,000 28,000 
Inspection of System 51,000 50,582 63 ,000 63,000 
Alterations Associated with 

Road Construction 6,500 6,500 15,500 15,500 
Watermain Maintenance 358 , 800 380,999 368 ,000 368 ,000 
Water Service Maintenance 584,000 605 , 332 582,000 582,000 
Thawing Services 7,800 8,529 9,500 9,500 
Turn On & Off, etc. 30,500 28,285 29,000 29,000 
Valve Maintenance 119,700 126,197 112,000 112,000 
Valve Chamber Maintenance 58,400 651225 58,500 58,500 
Hydrant Maintenance 128,500 153,686 135,500 135,500 
Hydrant Inspection and Thawing 34,500 40,821 39,500 39,500 
Hydrant Painting 12,000 10,234 10,500 10,500 
Drinking Fountains 4,500 SO 3,000 3,000 
Replacement Services 123,540 167,162 116,000 116,000 


1,542,240 1,670,528 1,570,000 1,570,000 


TOTAL DISTRIBUTION SYSTEM 1,841,600 


1,825,000 50,100 15875 ,100 


1,948,559 
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1979 CURRENT BUDGET SECTION: WATER WORKS 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


WATER METERS 
ADMINISTRATION 


Salaries, Wages and Benefits 70,980 60,892 66,200 66,200 
Protective Clothing 3,000 681 2,000 2,000 
R/M Tools & Equipment 2,000 1,051 2,000 2,000 
R/M Buildings and Grounds 800 236 1,100 1,100 
Metric Conversion and Remote 

Readers 40 ,000 40,000 
Replacement Tools e500 tL aver 2,000 2,000 
Operating Equipment 7,500 6,428 18,700 18,700 
New Meters 145 ,000 145,000 145,000 145 ,000 


230,780 215,610 237 ,000 40 ,000 277 ,000 


Meter Installation 211.300 279,953 308 , 700 308 , 700 
Meter Reading 105 , 430 119,002 94,000 94,000 
Inspection Fees 40,770 


376,730 439,725 402,700 402 ,700 


TOTAL WATER METERS 607,510 655 335 639,700 679,700 


SEWER WORKS 
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1979 CURRENT BUDGET SECTION: SEWAGE WORKS - REVENUES 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


SALE OF SERVICES 


METERED CONSUMERS 


Ancaster 
Dundas 
Flamborough 
Hamilton 
Stoney Creek 


NON-METERED CONSUMERS 


Hami 1ton 
Stoney Creek 


EXCESS SEWAGE FLOW 
Proctor & Gamble 


Stelco 
Henninger 


PROVINCIAL SUBSIDIES 


General Support Grant 


139,600 
328 , 300 
52,500 
7,487,000 
453,500 


8,460,900 


3,081,200 
136,500 


352175700 


8,000 
4,500 


12,500 


600,000 


SO5101 
301,265 
51,508 
6,868,538 
430,345 


T.150 5007, 


3,080,295 
136,520 


Sara cleo Ue) 


636,000 


139,450 
328 ,890 
be ,ceU 
7,494,490 
454,440 


8,469,500 


3,240,000 
165,000 


3,405 ,000 


650,000 


139,450 
328 ,890 
52,230 
7,494,490 
454,440 


8,469 ,500 


3,240,000 
165,000 


3,405 ,000 


650,000 
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1979 CURRENT BUDGET SECTION: SEWAGE WORKS - REVENUES 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


OTHER REVENUES 


Local Improvement 70,000 75,524 56,000 56 ,000 
Licence & Permits 75,000 63,996 70,000 70,000 
Rental & Leases 15,000 15,552 18,000 18,000 
Sale of Steam 80,000 46,421 45 ,000 45,000 
Unclassified 41,157 

Sale of Printed Matter 2,500 


242,500 242,650 189 ,000 189 ,000 


TOTAL REVENUES 12,533,600 11,928,915 12,778,000 12,778,000 


ENGINEERING 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH DEPARTMENT : 


SEWAGE WORKS 


1979 CURRENT BUDGET SECTION: 


1978 1979 BUDGET 
BUDGET ACTUAL EXISTING CHANGE TOTAL 


ACCOUNT 
NUMBER DESCRIPTION 


SUMMARY 


Administration 
General Expenses 
Industrial Wastes 
Pumping Stations 
Sewage Treatment 
Sewer Maintenance 
Contingency 


Debenture Debt - Principal and 
Interest 

Capital Projects - From Current 
Funds 


Provision For Capital Projects - 
Transfer To Reserve 


TOTAL SEWAGE WORKS 


PROJECTED DEFICIT 


TOTAL 


440,180 
1,101,280 
130,690 
93,300 
3,421,420 
474,040 
103,490 


5,764,400 


5,548,700 


1,105,000 


6,653,700 


115,500 


12,533,600 


424,470 
1,106,648 
iZ1 G19 
81,565 
3,109,099 
CHM ERIS 


5,300,820 


D,500,090 


igi0257 90 


328 , 200 
1,154,900 
134,100 
94,000 
3,300,600 
455 , 400 
200,000 


5,667,200 


5,298,400 
1,342,500 


6,457,880 


170,215 


6,640,900 


11,928,915 


12,308,100 


7,000 


23,000 
233,100 
25,800 


288 , 900 


220,000 


220,000 


508 , 900 


330,200 
1,154,900 
134,100 
117,000 
3,533,700 
481,200 
200,000 


5,956,100 


5,518,400 


1,342,500 


6,860,900 


12,817,000 


39,000 


12,778,000 
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1979 CURRENT BUDGET SECTION: SEWAGE WORKS 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE TOTAL 


ADMINISTRATION 


Salaries, Wages & Benefits 316,480 304,870 302,700 309 , 700 
Communications 3,000 2,694 3,000 3,000 
Advertisements 2,000 i579 2,000 2,000 
HMRF - Deficiency 100,000 100,000 

Office Supplies 9,000 7,925 9,000 9,000 
Protective Clothing 1,500 1,241 1,500 1,500 
R/M - Office Equipment 500 500 500 
Office Equipment 2,000 2,000 
Rental - Car Pool 3,000 3,041 3,000 3,000 
Rent 41,600 38 , 389 42,400 42,400 
Travelling 1,900 us 1,900 1,900 
Staff Training & Expenses 2,200 1,445 2,200 2,200 
Payments - Agreements 4,000 7,108 5,000 5 ,000 


485,180 469,470 375,200 382 ,200 


Charge Back to Land Drainage 45,000 47 ,000 47 ,000 


TOTAL ADMINISTRATION 440,180 424,479 328 , 200 335,200 
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1979 CURRENT BUDGET SECTION: SEWAGE WORKS 


ACCOUNT 1978 1979 BUDGET 


NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


GENERAL EXPENSES 


Insurance 69,500 69,500 86,400 86 ,400 
Discounts Allowed 746,100 703,768 772,000 772,000 
Billing, Collection 116,300 121,300 118,000 118,000 
Hamilton Store Charges 23,000 19,319 24,000 24,000 


954,900 O13 05) 1,000,400 1,000,400 


Preliminary Engineering 10,000 ZRSZZ 10,000 10,000 
Inspection - Private Drains 58,380 SORA 60,000 60 ,000 
Maintenance - Sewer Easements 3,000 OSE 3,500 3,500 
Motor Vehicle Operations 25,000 31,790 28,000 28 ,000 
Private Drain Repairs 30,000 29,937 30,000 30,000 
Checking Plans 5 ,000 5,000 5,000 5 ,000 
Investigating Complaints 3,000 3,000 3,000 3,000 
Technical Services 12,000 12,000 15,000 15,000 
Inspection Fees 40,770 


146 , 380 192,761 154,500 154,500 


TOTAL GENERAL EXPENSES 1,101,280 1,106,548 1,154,900 1,154,900 
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ACCOUNT 
NUMBER 


1979 CURRENT BUDGET 


DESCRIPTION 


INDUSTRIAL WASTES 


Salaries, Wages & Benefits 
Laboratory Services 
Operating Supplies 
Protective Clothing 

Spill Control 

Operating Equipment 


TOTAL INDUSTRIAL WASTES 


DEPARTMENT; ENGINEERING 


SECTION: SEWAGE WORKS 


1978 
BUDGET ACTUAL 


EXISTING 


OTL 00 87 ,000 
27,200 28,600 
2,500 2,/00 

800 800 
5 ,000 5,000 
4,000 10,000 


130,690 


izi,675 134,100 


130,690 1235675 134,100 


| 


1979 BUDGET 
CHANGE 


87 ,000 
28,600 
2,/00 

800 

5 ,000 

10,000 


134,100 


134,100 
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ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


SEWAGE PUMPING STATIONS 


1979 CURRENT BUDGET SECTION: SEWAGE WORKS 


Salaries, Wages & Benefits 36 ,000 
Water 1,500 
Power 30,000 
Fuel 2,500 
R/M Equipment 18,000 
R/M Buildings & Grounds 6,000 
New Equipment 23,000 


117,000 


TOTAL SEWAGE PUMPING STATIONS 93,300 23,000 117,000 
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SEWAGE WORKS - SEWAGE TREATMENT 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH DEPARTMENT : 


SECTION: 


1978 1979 BUDGET 
BUDGET ACTUAL EXISTING CHANGE TOTAL 


1979 CURRENT BUDGET 


ACCOUNT 
NUMBER DESCRIPTION 


S.T.P. HAMILTON 


Salaries, Wages & Benefits 
Water 

Power 

Fuel 

Laboratory Services 
Chemicals 

Protective Clothing 

R/M Equipment 
Horticultural Services 
R/M Buildings & Grounds 
Sludge Haulage 

New Equipment 


S.T.P. DUNDAS 


Salaries, Wages & Benefits 
Water 

Power 

Fuel 

Laboratory Services 
Chemicals 

Protective Clothing 

R/M Equipment 
Horticultural Services 
R/M Buildings & Grounds 
Nutrient Removal 
Sludge Haulage 

New Equipment 


1,446,050 
60,000 
490 ,060 
432,000 
110,600 
264,000 
16,000 
157,700 
17,000 
86,940 
7,500 
10,500 


3,098,350 


118,670 
1,100 
17,000 
4,900 
5,000 
9,700 
1,300 


7,900 


6,400 
17,000 
60,000 


248,970 


1,425,485 
48 ,984 
470,841 
387,722 
107,333 
154,344 
18 ,036 
167,827 
17,000 
83,641 
2,410 
P35,930 


2,097 5906 


100,344 
658 
21,763 
5,001 
6,632 
10,619 
992 
4,263 


4,366 
21,949 
375033 


214,200 


1,482,700 
65,000 
510,000 
407 ,000 
87 ,600 
194,000 
18,400 
147 ,000 
17,000 
21,000 
8,000 
9,300 


2,967 ,000 


161,000 
1,200 
18,700 
6,500 
5,000 
13,500 
1,600 
8,700 


1,500 
20,000 
27 ,000 


264,700 


155,100 


19,800 


15,000 
500 


1,800 
4,000 
300 


2,000 
5,300 


48 ,700 


1,560,800 
65,000 
587 ,000 
407,000 
87,600 
194,000 
18,400 
147 ,000 
17,000 
21,000 
8,000 
9,300 


351225100 


161,000 
1,200 
38 ,500 
6,500 
20,000 
14,000 
1,600 
10,500 
4,000 
1,800 
20,000 
29,000 
5,300 


313,400 
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1979 CURRENT BUDGET SECTION: SEWAGE WORKS - SEWAGE TREATMENT 


eee 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


S.T.P. WATERDOWN 


Salaries, Wages & Benefits 41,000 37,089 
Water 1,000 264 
Power 3,900 4,887 3,300 
Fuel 500 

Laboratory Services 5,000 6,635 15,000 
Chemicals 3,000 COe 

Protective Clothing 400 133 

R/M Equipment fh Oi0, SU 600 
R/M Buildings & Grounds 1,600 1,420 

Nutrient Removal 2,000 
Sludge Haulage 15,000 10,854 4,000 
New Equipment 4,400 
Miscellaneous 10,000 


74,100 77,341 29,300 


TOTAL SEWAGE TREATMENT 3,421,420 3,189,099 3,300,600 233,100 3,533,700 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH DEPARTMENT: ENGINEERING 


SECTION: SEWAGE WORKS 


1978 1979 BUDGET 
BUDGET ACTUAL EXISTING CHANGE TOTAL 


1979 CURRENT BUDGET 


ACCOUNT 


NUMBER DESCRIPTION 


DEBENTURE DEBT 


Debt Charges 


Payment to M.0. E. - Ancaster 
Agreement 


Payment to M.0.E. - Saltfleet 
Agreement 


Re-Payment to Reserve for payments 
made to M.0.E. for Waterdown 
Sewage Treatment Plant 


PROVISION FOR CAPITAL PROJECT 


Transfer to Reserve 


CAPITAL PROJECTS FROM CURRENT FUNDS 


Minor Sewage Works 

Specific Projects 

Sewage Works Associated with 
Subdivisions 


5,181,700 


250,000 


71,000 


46 ,000 


5,548,700 


115,500 


750,000 
55,000 


300,900 


1,105,000 


4,910,962 


350,000 


48,128 


46,000 


5,395,090 


1705215 


750,000 
yay AS |e 


300 ,000 


1, 10227,90 


4,831,400 


350,000 


71,000 


46 ,000 


5,298,400 


900 ,000 
142,500 


300 ,000 
1,342,500 


220,000 


220,000 


5,051,400 


350,000 


71,000 


46 ,000 


5,518,400 


(39,000) 


900 ,000 
142,500 


300 ,000 


1,342,500 
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Sess 


ACCOUNT 1978 1979 BUDGET 
NUMBER DESCRIPTION - BUDGET ACTUAL EXISTING CHANGE 


SEWER MAINTENANCE 


1979 CURRENT BUDGET SECTION: SEWAGE WORKS 


Salaries, Wages & Benefits 67,300 67,458 60,800 68,300 
Utilities - Fuel and Hydro 800 715 1,300 1,300 
Stand By & Trouble Call 18,300 
Uniforms, Protective Clothing 

and Safety Boots 6,500 alt22 6,000 6 ,000 
R/M Tolls & Equipment 3,000 2,926 4,000 4,000 
Repair & Maintenance, Buildings 800 416 1,000 1,000 
Replacement Tools 4,000 3,055 4,000 4,000 
Operating Equipment 20,000 19,501 14,000 14,000 


102,400 9o5 193 91,100 116,900 


Reconstruct Manholes and Restore 

Pavement Cuts 13,000 13,000 13,000 13,000 
Manhole Repairs 28,500 11,473 24,500 24,500 
Investigate Complaints 23,500 23,373 21,000 21,000 
Sewer Repairs 17,420 13,922 12,500 12,500 
Sewer Investigations 74,000 45,946 69,000 69,000 
Sewer Cleaning 30,000 19,721 29,500 29,500 
Sewer Flushing 28,420 28,176 31,500 31,500 
Combined Sanitary Maintenance 156,800 1Z26),009 163,300 163,300 


371,640 282,170 364,300 364,300 


TOTAL SANITARY SEWER MAINTENANCE 474,049 B17 , 203 455 , 400 481,200 


LAND DRAINAGE 
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1979 CURRENT BUDGET SECTION: LAND DRAINAGE 


ACCOUNT 1978 1979 BUDGET 


NUMBER DESCRIPTION BUDGET ACTUAL EXISTING CHANGE 


LAND DRAINAGE - SUMMARY 


General 1,925,000 1,919,156 1,742,500 1,742,500 
Pumping Station 11,000 8,491 24,700 24,700 
Debenture Charges ee 00 1,274,346 1,411,000 60,000 1,471,000 
Storm Sewer Maintenance 248 ,800 1575551 246,800 246 ,800 


3,361,900 3,359,544 3,425,000 60 ,000 3,485 ,000 
REVENUES 


Storm Sewer Subsidy ~ 75,000 75,000 100,000 100 ,000 
General Support Grant 175,000 170,376 190,000 190,000 
Transfer From Reserve 2,268 


250,000 247 ,644 290,000 290 ,000 


TOTAL LAND DRAINAGE LEVY 3,111,900 Dollis SO 3,135,000 3,195,000 
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ACCOUNT 
NUMBER 


9330- 


0100 
0300 


0400 
0500 


1979 CURRENT BUDGET 


DESCRIPTION 


GENERAL 


Administration 

Minor Storm Sewers & Rated 
Projects 

Major Storm Sewers financed from 
Current Funds 

Land Drainage associated with 
Subdivision - Region's Share 

Specific Projects 


STORM PUMPING STATIONS 


Water & Sewer Surcharge 
Power 

Fuel 

R/M Equipment 

R/M Building & Grounds 
Miscellaneous 


Debenture Charges 


45 ,000 
1,100,000 
400 ,000 


350,000 
30,000 


1,925,000 


1,000 
5 ,000 
3,500 
1,000 

500 


11,000 


1.177 100 


1978 


BUDGET ACTUAL EXISTING 


DEPARTMENT : ENGINEERING 


SECTION: LAND DRAINAGE 


45 ,000 47 ,000 
1,100,000 1,100,000 
394,156 200,000 


350,000 350,000 
30,000 45 ,500 


159195156 1,742,500 


1,274,346 1,411,000 


1979 BUDGET 
CHANGE 


47 ,000 
1,100,000 
200 ,000 


350 ,000 
45 ,500 


1,742,500 


1,471,000 


_ 


= 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


ACCOUNT 
NUMBER 


1979 CURRENT BUDGET 


DESCRIPTION 


STORM SEWER MAINTENANCE 


Reconstruct Manholes & Restore 
Pavement Cuts 

Manhole Repairs 

Investigate Complaints 

Sewer Repairs 

Regulators - Repairs and 
Operations 

Sewer Investigations 

Sewer Cleaning 

Sewer Flushing 

Combined Storm Maintenance 


TOTAL (STORM SEWER MAINTENANCE ) 


TOTAL LAND DRAINAGE-EXPENDITURES 


12,000 
10,500 
2,500 
6,000 


9,000 
27,000 
18,500 

6,500 

156,800 


248 ,800 


3,361,900 


DEPARTMENT : 
SECTION: 


1978 
BUDGET ACTUAL 


12,000 
7,557 
485 
4,381 


3,003 
Lael ol 
2,680 
670 
103,538 


157,908 


3,359,544 


ENGINEERING 


LAND DRAINAGE 


—]——— 


EXISTING 


12,000 
11,000 
2,500 
7,000 


6 ,000 
28 ,000 
10,000 

7,000 

163,300 


246 ,800 


3,425,000 


1979 BUDGET 
CHANGE 


12,000 
11,000 
2,500 
7,000 


6,000 
28,000 
10 ,000 

7,000 

163,300 


246 ,800 


60,000 3,485 ,000 


